JFY 4301 (P100) 
JSP 139 (P10) 
SAS 8641 (P100) 
Arbill A501790 (P100) 
South West Safety 7177 (P10) 
Gateway 80902V (P100) 


Donning Procedures 


1. Hold the maskin your hand wih the rosepioce at your fingertips and prass it firmly against you face, 
lth the nosepiece on the bridge ol your nose 

2. With your other hand, take the lower band, pul t ver your head and position it below your eas. 

3. Postion the upper band in the same manner but place it above your ene 

4. Adjust the strap tonsion by puling the saps as shown inthe Figure 

5. Using both bands, mould the metal nasepiece tothe shape of your nose and inhale vigorously. no 
negative pressure is fl inside the respirator, adjust and tighten the nasepiece. 1 any leakage is 
dotectad, readjust the postion of the respirator according to slaps # 4 and #5. 








you CANNOT achieve a proper ft, 00 NOT ante the contaminated area, See your supervigor for 
proper iting respiratory protection, 








